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Chicago's skyline viewed from the Lake 
Michigan shore over Grant Park. This beau¬ 
tiful from yard of the metropolis was under 
water until 1871 when debris from Chicago's 
great fire of that year was dumped into the 
lake at this point to start one of the greatest 
projects of city beautification in history. 
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194 — Skyline of Chicago from Grant Park 
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